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Cenco Thermelometer 


ELECTRICAL 
CLINICAL 
THERMOMETER 


WL, N electrical clinical thermometer for accu- 

ANS! rately following body temperature changes 

in hyperpyrexia produced by diathermy or 

other artificial means. The newer methods 

for hyperpyrexia, by the application of 

electrical energy, permit the attainment of tem- 

peratures in the beneficial zone beyond 105.8° F 

without the danger of entering the distinctly dan- 

gerous zone of temperatures beyond 107.6° F, 

when the temperature changes of the patient are 

closely followed and the current dosage adjusted 
accordingly. 


Mercurial clinical thermometers, owing to their 
slow response to temperature change, are unsafe for 
use in electropyrexia. Special sensitive instruments 
of the pyrometer type are an absolute necessity for 
safe administering of treatments. The Cenco Ther- 
melometer was designed to meet this exacting re- 
quirement. See Arch. Phys. Ther., X-Ray, Radium, 
1, 755, (1932). It is successfully used in such in- 
stitutions as the Cook County Hospital, Chicago; the 
Passavant Hospital, Chicago, etc., and has been ac- 
cepted by the Council on Physical Therapy of the 
American Medical Association. See Jour. Amer. 
Med. Assoc., 105, 368, (1935). 


The Cenco Thermelometer indicates rectal tem- 
peratures of the patient on a wide illuminated scale 
graduated from 95° to 110° F in 1/5° F divisions. 
The wide separation of the graduations permits easy 
estimation to smaller values. The design of the cir- 
cuit and construction of parts is such as to minimize 
the effects of high frequency currents employed in 
diathermic hyperpyrexia therapy. The heat sensi- 
tive element consists of a special four contact at- 
tachment plug, a rubber-covered flexible connecting 
cord, and a hard-rubber and chromium-plated metal 
rectal insert. : 


The working mechanism is all enclosed in a hand- 
some metal case, with heavy, detachable strap 
handle for carrying, and a removable protective 
cover for the sensitive thermometer well. Net 
weight, 26 lbs. Shipping weight, domestic, 75 lbs. 


As described with connecting cord and attach- 
ment plug for use on 110 volt A.C. 60 cycle current, 
one rectal, heat-sensitive element, and _ detailed 
directions . Duty paid each $306.00 

Duty freeeach 232.00 


See page 533 Catalogue JC-36, No. 43570. 


Céenmran Sciuenmnic Company of Cawana, Liman, 
LABORATORY 7i¢§ SUPPLIES 
Apparatus mtn Chemicals 


11D York Sr. ToRONTO 2 ONTARIO 
Paciric Coast OFFICE 1830 W. Georo.aSt. Vancouver B.C 
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How Can We Observe National Hospital yy April 

Milk Board Prices and Ho: 

Hospital Statistics 

What Do You Know About 

Duties and Responsibilities of 

Private Room Service 

Religion—Another Aid to ( 

Collaboration 
D’Economie 

Hospital Libraries ee 

ACS. Approved List of Hospitals 

What the Superintendent of a Hospital Should Be 
Must Be 


Architecture, Building and Construction 


Toronto Western Hospital Extensions 

Women’s College Hospital Completes New B 

Convalescent 
tion . 

Modern Trend of Hospital 

Department of Bio-Che 
Hospital ' ; 

Sound Practice in the Building and Operat 
Hospital 

Recent Developments in Hospital Construction 
Equipment ; 

Problems To Be Considered in the Development of the 
Small Hospital 

What the Administrator Should Consider 
a Small Hospital . 


Business Management 


Hospital Current Revenues 

Collection by Legal Action 

Tariff Charges of Interest to Hospital 
Hospitals and Municipalities 


| 
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Clinical Laboratory (see Pathology and Clin.cal 
atory) 


Construction (see Architecture) 


Conventions 


cotia and PE 
Annual Meeting 
Maritime Confere 
12th Annual 
yad:an Nurses 
Ontario 
New Brunswick 
Ontario Hospita 
Catholic Hospit 
Meeting 
Medical Record Librarians As 
Meeting 
British Columbia Hospital Associatic 
Alberta Hospital Association, Annu 
Saskatchewan Hospital Association 
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THE EASILY DIGESTED GENERAL -. 


CARBOHYDRATES mire me 


Dietetics (conducted by the Canadian ic Association 


, a Low Calcium Diets in Childhood 
for — at Diet in the Treatment of Celiac Diseas 
: sf Adequate Diet from a Dental Point of View 
, League of Nat /alue of Nutrit 
INFANT —,.. ——*y r “OF Dietary Care During ec and Lactatior 
ae. «S$ First Annual Meeting of Canadian Dietet 
ee : \ a aN. Dietetic and Household Management in a Sanator 
Growth of Household Science in Ontario 
A Vital Factor in Sound Nutrition 
etetics and Food Allergy 
M odern Chemistry and Medicine 
Christmas—A Day for Dietitians 


Protamine—Zinc—lInsulin 
Equipment 


Toronto Western Hospital Equipment an 

A Study of Mechanical Equipmen 

Department of Bio-Chemistry at the 
Hospital 


Recent Developments i 
p 


For the feeding of normal infants these purest 
of Corn Syrups may be added to milk mixtures 
in approximately the same proportion as the 
other carbohydrates used in infant feeding 
When it is desirable to give additional calories, 
however, the amount of “CROWN BRAND” or Historical 
“LILY WHITE” CORN SYRUP in the formulae 
may safely be increased to a reasonable extent, 
because of the fact that these products are so 
easily digested and are unlikely to set up 
gestro-intestinal disturbances Adequate Insurance is of Primary 
: pital and Staff : . 
British Columbia Adopts Compu “ ry 


Unusual Group Hospitalization Devel 


Forty Years of Progress at 


Insurance 


Many thousands of successful cases have proven 
the value of these pure Corn Syrups as an 
efficient and economical carbohydrate for use gonish .. 

in infant feeding. Group Hospitalization 

Further Observations on Group 


EDWARDSBURG Should Liability Insurance 


“CROWN BRAND | ‘” 
The Law and The Hospital 
i Ml Collection By Legal Actior 
pe | Wy =) — Postmortem Examinations 
‘ Creditors Arrangement 


Farmers 


The Relationship of the 
$ British Columbia to 


Manufactured by Medical 


The CANADA STARCH COMPANY, Limited Should Internship Be Obligatory? 
Should Anaesthetic Apparatus Be Grounded 
FOR THE MEDICAL PROFESSION ONLY Major and Minor Operations 





A convenient pocket calculator, with varied infant feed- On the Operation of C 

ing formulae employing these two famous corn syrups and ence to Sterilizing Processes 

a scientific treatise in book form for infant feeding, also Hospital Progress in the Care of Sick Ch 
prescription pads, are available on request. Emergency Hospital Unit 


Kindly clip the coupon below and this useful material will American College of Surgeons 
be mailed to you immediately Canada .. 


The CANADA STARCH CO., Limited, Montreal Nursing 


Please send me:—Feeding Calculator Nursing Education i de 
” Training Hospital Personne 
DN 2 acccaateenncins Corn Syrups for Patients 
BOOK Infant Feeding... ' 
Attitude of the Nurse Toward Her Pat 


Address . Prescription Pads The Student Nurse 
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CHOOSE 
COLSON 


@ Colson equipment—used in the finest hospitals in the 
country—is designed to meet the needs of patients as 
well as the hospital staff to insure more efficient service. 


Junhalator—an entirely new approach in inhalator 


design ...a sixteen hour water supply at low heat 
requires little attention for replenishment. ..20 pounds 
empty weight and convenient carrying handles mean 
ready moveability; flexible tube and extension nozzle 
make it easy to direct the vapor flow. 


Wheel Sthretchers—h large variety with elevat- 


ing and detachable litters, all equipped with large 
rubber tired wheels. 


Shay an Shelf Truchs—these help solve one of 


the major problems of the 
hospital staff. 


Send for this new catalog 


The new Colson Hospital 
Service Equipment Catalog / 
describes all Colson Hospital / 
devices. Placeacopyin your / 
files for ready reference. / 


Sold in Canada by Canadian 
Fairbanks Morse Company. 
Branches in principal cities. . 


THE COLSON CORPORATION + ELYRIA, OHIO 


REARS AARNE AERIAL BRE 
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